The Hershey Rose Garden at Hershey, Pa., 
with its 32,000 plants of more than 750 varie¬ 
ties aims to have a succession of blooms from 
June to frost time, the height of the bloom 
usually in early June, and in September seen 
in its autumnal glory. 
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Through the Arch of Roses is seen the Biblical Bronze Statue of Rebecca 
with Water Jar on her way to the Reflecting Pool 









